CORNISH PUMPING ENGINES AND BOILERS , 


457 



CORNISH PUMP¬ 
ING ENGINES, 
of all sizes, with^Cast 
or Wrought Iron 
Beams; with or with¬ 
out Steam- 
Jacketed Cylinders. 

Also, every 
description of Direct- 
Acting Pumping 
Engines. 



SINGLE FLUE BOILER 



EGG-ENDED 
BOILER, 5 feet 
diameter, and 
36 feet long. Best 
Staffordshire 
Plates, with Low- 
moor over fire, 
always kept in 
stock. Other sizes 
made to order. 
Also, Cornish and 
Lancashire Boilers. 


OOUBLE FLUE BOILER 


THORNEWILL AND WARHAM, 

IRON WORKS, BURTON-ON-TRENT; and SEVERN ENGINEERING WORKS, DERBY 
London Offices : 18, GREAT GEORGE STREET, WESTMINSTER. 
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BREWERY REQUISITES. 



WORT AND WELL 
PUMPS, 


OF All, SIZES. 


CASK¬ 

RAISING 

MACHINE 


Also Manufacturers of Malt Screws, Mashing 
Machines, Elevators, Sack Tackle, Shafting and 
Hearing, and every description of Millwright's Work. 


THORNEWILL AND WARHAM, 

IRON WORKS, BURTON-ON-TRENT; and SEVERN ENGINEERING WORKS, DERBY. 
London Offices: 18, GREAT GEORGE STREET, WESTMINSTER. 
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malt mill 













































COMPOUND ENGINES, FOR MILLS AND FACTORIES. 


VERTICAL WINDING ENGINES AND COMPOUND ENGINES. 459 



THORNEWILL AND WARHAM, 

IRON WORKS, BURTON-ON-TRENT; and SEVERN ENGINEERING WORKS, DERBY. 
London Offices: 18, GREAT GEORGE STREET, WESTMINSTER. 
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4<JO HAULING ENGINES, VENTILATING FANS, ETC. 

HAULING AND WINDING ENGINES OF ALL SIZES TO 40-INCH CYLINDERS, 

IN STOCK OR IN PROGRESS. 



THORNEWILL AND WARHAM, 

IRON WORKS, BURTON-ON-TRENT ; and SEVERN ENGINEERING WORKS, DERBY. 
London Offices: 18, GREAT GEORGE STREET, WESTMINSTER. 
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THORNEWILL AND WARHAM, 

IRON WORKS, BURTON-ON-TRENT; and SEVERN ENGINEERING WORKS, DERBY. 


BLOWING ENGINES OF ALL SIZES. 

ESTIMATES GIVEN ON APPLICATION. 


London Offices: 18, GREAT GEORGE STREET, WESTMINSTER. 




















































































Estimates given on application, 


THORNEWILL AND WARHAM, 

IRON WORKS, BURTON-ON-TRENT; and SEVERN ENGINEERING WORKS, DERBY. 
London Offices : 18, GREAT GEORGE STREET, WESTMINSTER. 












































